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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer Fawcus F 





Chief Officer Williams P.G 2nd Eng Officer Wright R.A 
2nd Officer Howell W.R 3rd Eng Officer Smith J.M 
3rd Officer Morgan D.C 4th Eng Officer Quirk R.J 
Deck Cadet Wood R.A Engineer Cadet Macfarlane D.C.P 
Radio Officer Valentine G.K Engineer Cadet Duncan I.A 
Purser Kennedy J.R Electrical Officer Hallam D 
C.P.0 Hon C.M 
Cook Fuk L.W 


Leading Steward WaH.W 





Cambridgeshire 


Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Marsh D.G 
Chief Eng Officer Ford A.J.K 





Chief Officer Duffield D.R 2nd Eng Officer Ratcliffe R 
2nd Officer Brocklesby M.S 3rd Eng Officer Taylor R.B 
3rd Officer Hart M.H 4th Eng Officer Pascoe R.G 
Deck Cadet Hillier C Jnr Eng Officer English J.A 

Radio Officer Walker M.J Engineer Cadet Crelin M.V 

Purser Oates J.W Engineer Cadet Pegler |.F 


Electrical Officer Boughton R 
C.P.0 Paul M.N 
Carpenter Glynn K 
Cook Baker M 
Storekeeper Rouf A 


Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Green H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Lowe J.H 
Harvey S 
Smith A.G 
Crew A 
Cross W.M 
Breivik P.R 


2nd Eng Officer McConnell R.J 

3rd Eng Officer Britton M.A 

4th Eng Officer Ford M.F 
Electrical Officer McCabe S.J 


Whitefoot-Greenland T. 


C.P.0 SOH.S 
Cook LamT.C 


Leading Steward Man Y.W 


Dart Atlantic 


Container - 28,488 d.w.t. 


Captain Thomas C.O 
Chief Eng Officer Crook W 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Copeland R.J.A 
Gaukrodger C.S 
Clark C.N 

Fell A.E 
Buckley W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Bosun Garland M. 
Cook FurnellA 


Leading Steward Curtis A.R 


Suddick A.C 
Robinson A.J 
Graham K 
Colman M.W 
Duffy A.Q 
Killen J.C.J 
Rogers D 


Derbyshire IV 


Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Liverpool Bridge) 


Captain Boyle P 
Chief Eng Officer Godfrey A.P 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 

Ext 3rd Officer 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 

Ext Chief Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
‘rainee Radio Officer 


McClure S.A 2nd Eng Officer Lamont J.D 
Thomson D.C 3rd Eng Officer Holt D 
Young K.N Ext 3rd Eng Officer Hutchinson G 
Burslem D.L Ext 3rd Eng Officer Hughes J.H 
Hind S 4th Eng Officer Powell A.K 
Stanway P Jnr Eng Officer Allenby J.T 
Reed A Jnr Eng Officer Taylor | 
Jnr Eng Officer Thompson R.J 
Electrical Officer Lewis D.S 
C.P.0 Campbell A 
Cook MacConnell T 
Devonshire II 
Gas Carrier - 52,647 cubic metres 
Captain Gibson S.H 
Chief Eng Officer MacDonald D.J 

Jeffrey R.C 2nd Eng Officer Howarth P 
Hodgson R Cargo Engineer Hotham K 
Askew R.P 3rd Eng Officer Gillett R.B 
Molloy J.M 3rd Eng Officer Elliot A.K 
Macnicol D.H 4th Eng Officer Hulley P.G 
Bunce M.O.B Jnr Eng Officer Moran M.J 
Waddicor C.A Jnr Eng Officer Williams N.H 


Watson R.M 
Murray J.R 
Kelly L.J 


Engineer Cadet 
Engineer Cadet 
Electrical Officer 
C.P.0 Dick J.C 
Cook Boardman W.K 


Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain Grey E.H 
Chief Eng Officer McCarthy J.S 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Farquhar D.C.S 2nd Eng Officer Green F.R 
Partridge J.S 3rd Eng Officer Disley P.M 
Feast A 4th Eng Officer Emmins C 
Howard P.R Jnr Eng Officer Ford S.J.F 
Blackhurst D Engineer Cadet Rowse D.F 
Engineer Cadet Mackie A.J 
Electrical Officer Stobbart D 
C.P.0 DasR 
Carpenter Tregidgo A.J 
Cook Singh P.N 
Storekeeper Ahmed M 
Hampshire 
Gas Carrier - 52,647 cubic metres 
Captain Reeves M.M 
Chief Eng Officer Clark | 
Court R.J 2nd Eng Officer Webster A.D.C 
Ashcroft M.E Cargo Engineer Slater M 
Penry G.N 3rd Eng Officer Pritchard S.L 
Hume M.S 4th Eng Officer Charlton T 
Harrison M.D Jnr Eng Officer Davis P.E 
Greaves A.S Jnr Eng Officer McGarrity S.G 
Harding J.E Engineer Cadet Fawcett C.T 
Balmer T.H Engineer Cadet Webster I.G 


Electrical Officer Brown G 
C.P.0 Morrison R 
Cook Jones C.J 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Robins M.R 
Chief Eng Officer Penny D.N 





Chief Officer Moore T.R 2nd Eng Officer Eccles W.G.A 
2nd Officer Thomas S.J 3rd Eng Officer Stanton T.H 
3rd Officer Wright P.B 4th Eng Officer Thompson D.G 

Radio Officer Thomas P Jnr Eng Officer Salusbury D.V 

Purser Grey R.W Electrical Officer Wignall |.F 
C.P.0 Dey N.K 


Carpenter SadlerA 
Cook Baker A 
Storekeeper Manuel J 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Weir R 
Chief Eng Officer Crowe W 





Chief Officer Rapley C.W 2nd Eng Officer Jones F.J 
2nd Officer Slade C.J 3rd Eng Officer Sillars R.M 
3rd Officer McGrath D.M.E 4th Eng Officer Dick P.J 
Deck Cadet Holgate R.A Jnr Eng Officer Sillito G 
Deck Cadet Haley G.S Electrical Officer Nolan G.P 


Deck Cadet Wilkinson J.M 
Radio Officer Ormrod W.R 
Purser Kimberley D 
C.P.0 SenN.K 
Carpenter Rolling W.J 
Cook BuxA 
Storekeeper Mohammadullah 





Lincolnshire 


Gas Carrier - 31,296 cubic metres 


Captain Bytheway P.S 


Chief Eng Officer Twamley D.G 





Chief Officer Avenall D 2nd Eng Officer Nesbitt D.A 
2nd Officer Marsh C.H Cargo Engineer McFadden J.P 
Ext Chief Officer Allison J.K 3rd Eng Officer Coulson G.A 
3rd Officer Bousfield D 4th Eng Officer Phillips C.J 
Deck Cadet Singleton G.H Engineer Cadet Adams T.B 
Radio Officer Foley B.J Engineer Cadet Walker F 
Purser Maskell T.G Electrical Officer Parkin N.J 


Trainee Elect Officer Johnson A.D 
C.P.0 Hale D.J 
Cook Haigh F.D 


Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Horn M.J 
Chief Eng Officer Hesketh C.S 





Chief Officer Martin F.R.F 


2nd Eng Officer Robinson S.A 


2nd Officer Brough R.W.A Cargo Engineer Edgington J 
3rd Officer Grace J.J 3rd Eng Officer Willoughby B 
Radio Officer Lynn L.T 4th Eng Officer Jensen M 
Purser Hamer E Jnr Eng Officer Condick R.C 


Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


Whitten S.J 
Jones C.W 
Fisher D.P 

Kennedy A 


Trainee Elect Officer Stamper A.D 
C.P.0 Davies W 
Cook Kimpton J 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Creamer D.J 
Chief Eng Officer Collins R.H 











Chief Officer Gledhill S,H 2nd Eng Officer Pickup R.W 
2nd Officer Foster S Cargo Engineer Olson S 
Ext Chief Officer Singh D 3rd Eng Officer Cretney A 
Ext 2nd Officer King B.J Ext 3rd Eng Officer Edmunds A.N 
3rd Officer Mallett J.W Jnr Eng Officer Woodward J.W 
Radio Officer Wade C Electrical Officer Meacock R.N 
Purser McNeil R 
C.P.0 Whitfield R 
Cook Scales H 
Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 
Captain Gavin J.S 
Chief Eng Officer Hutton R.A 
Chief Officer Malpass N.H 2nd Eng Officer MacDonald J.A.M 
2nd Officer Attard Montalto L.P 3rd Eng Officer Miliken-Brown W 
Ext 2nd Officer Gunn J.S 4th Eng Officer Hudson S 
3rd Officer Greenall C.E Jnr Eng Officer Gallacher M 
Deck Cadet Cieslik N.P Jnr Eng Officer Grundy R.E 
Radio Officer Simpson G.J Jnr Eng Officer Allis K 
Purser Kays W.H Electrical Officer Dunn R.B 
C.P.0 WaL.S 
Cook HeL 


Leading Steward Duen C.K 


